To:  Myers,  Craig[Myers. Craig@epa.gov] 

From:  Ackerman,  Joyce 

Sent:  Thur  8/6/2015  8:06:43  PM 

Subject:  FW:  Gold  King  Mine 


Probably  the  same  thing  Mark  McDaniel  sent  you. 


From:  Butterfield,  W.  Scott  [mailto:W.S.Butterfield@WestonSolutions.com] 
Sent:  Thursday,  August  06,  2015  1:53  PM 
To:  Ackerman,  Joyce 

Cc:  West,  John;  Blanchard,  Mark  R.;  Robinson,  David 
Subject:  FW:  Gold  King  Mine 


Joyce, 

Here  is  what  we  found  so  far.  Green  Analytical  is  in  Durango  (apparently  the  only  lab  in 
Durango).  Weekend  analyses  may  be  an  issue. 

I will  provide  more  info  as  we  get  it. 

-Scott 


From:  Pryhoda,  Moira 

Sent:  Thursday,  August  06,  2015  1:39  PM 

To:  Butterfield,  W.  Scott 

Subject:  Gold  King  Mine 


Scott, 


A Request  for  Quote  has  been  sent  to  the  following  two  labs.  I also  inquired  about  weekend  lab 
capabilities,  so  we  should  have  more  information  soon. 


Envirotech  Inc. 


5796  US  64,  Farmington,  NM,  87401 


1787379 


ED  000552C  00001759-00001 


Phone: 505-632-0615 


Green  Analytical  Laboratories 
75  Suttle  Street,  Durango,  CO,  81303 
Phone:  970-247-4220 


The  technical  director  of  Green  Analytical  just  called  me  as  well  and  told  me  he  is  able  to  come 
in  on  a Saturday  to  run  samples  if  needed.  I’ll  keep  you  updated  with  any  other  information  I get. 

Thanks, 

Moira  Pryhoda 

Weston  Solutions,  Inc. 

1435  Garrison  St,  Ste  100 
Lakewood,  CO  80215 
Ph:  303-729-6112 
Cell:  508-904-7579 


CONFIDENTIALITY:  This  email  and  attachments  may  contain  information  which  is 
confidential  and  proprietary.  Disclosure  or  use  of  any  such  confidential  or  proprietary 
information  without  the  written  permission  of  Weston  Solutions,  Inc.  is  strictly  prohibited. 
If  you  received  this  email  in  error,  please  notify  the  sender  by  return  e-mail  and  delete 
this  email  from  your  system.  Thank  you. 
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